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USCIB: 2/32 

X, 

1 July 1953 



CONFIDENTIAL - SECURITY INFORMATI ON- 
MEMORANDUM FOR THE MEMBERS OF USCIB : 

Subject: Availability of Unclassified COMINT Equipment 

for Friendly Foreign Governments. 

Reference: USCIB 2/31, dated 29 May 1953. 

The enclosure, prepared by the A.C. of S., G-Z, Department 

of the Army, to note certain discrepancies in the reference, is 

forwarded for information. 

Deputy Executxro Secretary, USCIB 

Eii closure 

G-Z - ASA Memo 
dated 11 June 1953. 
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DEPARTMENT OF THE AMY 

OFFICE OF THE ASSISTANT CHIEF OF STAFF, G-2, INTELLIGENCE 
WASHINGTON 25, D. C. 



OONFIDMTIAL - SEOURITY INFORMATION - 11 JUN 1953 

G2-ASA 

MEMORANDUM TO: Executive Secretary, USCIB 

SUBJECT: Availability of Unclassified COMINT Equipment for 

Friendly Foreign Governments 



1. Reference is made to the inclosure of Memorandum for the 

Members of USCIB, subject: Availability of Unclassified COMINT 

Equipment for Friendly Foreign Governments, dated 27 May 1953 
(Serial: 011S). 

2. Upon review of the Board paper, certain discrepancies were 
noted and are listed below: 

a. Paragraph a - Direction Finder Set AN/PRD-1 - The esti- 
mated unit cost of this item is approximately $4,900 and not $11,000. 

b. Paragraph e - Radio Set SCR-504 - Estimated cost of this 
item is $3,000, not $12,000. 

c. Paragraph f - The Signal Corps has approximately one 
hundred (100) of these on procurement for ASA requirements. The 
quantity of 12 each referred to is only the Fixed Plant requirement. 



(Signed) 

HARRY R. BOYD 
Colonel, GS 
Acting Executive 
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